The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

OEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN 8IG8Y, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



3/10/11 


Andrius Knasas 

Assistant District Attorney, Suffolk County 
Dear Mr. Knasas, 

Enclosed is the information you requested in regards to Commonwealth vs. 
ncluded are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample^^^^m 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 

GC/MS testing was performed by Kate Corbett. All other analyses were performed by 
Stacey Desjardins. If you have any questions about these materials, please call me at the 
number below. 




Kate Corbett 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617)983-6632 


cc: CBS 


Folk OIG PRR 067746 






To be completed by ECU personnel only 

Name and Rank of Submitting Officer__ 

Received by__ 



m- 


. id# . T3 2. (_) 

Date K> ZLZIR 

ECU Control # 


Folk OIG PRR 067747 


BPD Form 0038-BIS-0907 {prev. 1753) 











No. Date Analyzed: 

City: Boston D.C.U. Police Dept. |C) 

Officer: P.O. Diana Lopez 




Def: 

Amount: 

No. Cont: 9 Cont: pb 

Date Rec'd: 10/01/2010^ 

Gross WL: 4. 


Subst:SUB 


/ 2010 ^ 


No. Analyzed: i 

Net Weight O.CR O. 
* Tests: (pSUj 


Prelim: (X)CQ\f\C Findings: 



l/~-——- 


Folk OIG PRR 067748 





DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY Boston 


ANALYST 
Evidence Wt 



PHYSICAL DESCRIPTION: " lYtflOPfl ^^Q^CC) Gross Wt (C] ): 2,01 MS fl, 

LoV\rtc dr\unt\| suloGft qhol. G ross wt <i >= Q.SSdki 

\n Q pb3 PKg.Wt: Q.lSSMrf 

Net Wt: D,mU Z: ln. 


PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate j_ 


Marquis _ 
Froehde's 
Mecke’s 


Hi® 


© 


© 


© 


MIcrocrvstalHne Tests 


Gold 

Chloride 


© 


TLTA{ 




OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS CQCQlH© 

DATE 

© 


GC/MS CONFIRMATORY TEST 

RESULTS fOCa\(\© 

MS »/ , 

OPERATOR fvAL _ 

DATE 


Revised 7/2005 




Area Percent / Library Search Report 




Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_13_10\748270.D 

DJR 

14 Oct 2010 3:34 

BLANK 

2 

DRUGS 

RTE 


jAbundance . . . TrCT74B270TT 



Time-> 2.00 2.50 _3.00 3.50 4.00 4.50 5.bo 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


748270.D Thu Mar 10 11:07:32 2011 


Page 1 


Folk OIG PRR 067750 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\10_13_10\748271.D 

DJR .. 

14 Oct 2010 3:47 

COCAINE STD 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


62 

DRUGS 

RTE 


Abundance 

2500000: 

| 2000000 

I 1500000! 

I 1000000: 

• 500000 ; 


4175 


TIC:7?S27TjtT 


[Time-> 2,00 2.50 

3.00' 3.50 4.66 4.50 5.66 

’ 5.66 1 6.00 

’ 6.50 1 ' 7.66 ' 7.66 r 8.66 8.60 1 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.747 

2767364 

100.00 

100.00 


748271 .D 


Thu Mar 10 11:07:37 2011 


Page 1 


Folk OIG PRR 067751 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\l0_13_10\748271,D 
DJR 

14 Oct 2010 3:47 

COCAINE STD 

62 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.75 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80: 


60; 


82 


Average of4.721 to 4:858 min.: 748271.D (-) 


182 

i 


40: 


20 


42 


94 


,55 


68 


0 


122 

108 ; 138 152 166 


198 


303 


272 

214 242 258 288 


m/Z”>_ 40 60 80 100 120 140 160 ISO 200 22 0 240 260 280 3^0 3^0 340 360 380 400 

Abundance ^29:TX)CA!NE 

! 82 


418 


80; 


60 


40 j 


182 


94 


20 ; 


: 42 


55 68 


122 


; 0 J f .J-T-f-i—r^j- -h - i-' i ' i , ■ -t ■ ■ | ....... .. ... . . .. •••- • r -^ r - n -- T --, - T ^- 1 - - r - r - 7 - i - - r - r " T - T --r-r--■ =• , • 

m/z-> 40 60 80 100 ISO 140 160 180 260 2$0 240 260 280 300 320 340 360 380 400 


fi J ; j 108 135 1! f 2 166 


198 


214 244 259 


272 


303 


748271,D 


Thu Mar 10 11:07:38 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_13_10\748284.D 

DJR 

14 Oct 2010 6:47 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


748284.D 


Thu Mar 10 11:07:53 2011 


Page 1 


Folk OIG PRR 067753 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\10_13_10\74828S.D 

Operator : DJR 

Date Acquired : 140ct2010 7:01 

Sample Name : 

Submitted by : SLD 

Vial Number : 85 

AcquisitionMeth: DRUGS 
Integrator : RTE 


: 4000000! 

3000000' 

: 2000000! 3,98 

! i j 

! i ! 

: j | 

j 1000000 i 

| j 2.04 i; 

O' . T---- -,-„ . T l L- 

rrime—> 2.00 2.50 3.00 3.to 4.00 


!| 6.34 

' 4.k) "5.00 ' 5.50 "" 6.00 ’ 6~50 ‘ 7.00 ' 7.^0 ' 8.00 8.50 9.00 9.50 


TIC: 748285.D 

4176 


Ret. Time 


Area Area % Ratio % 


2.044 270730 2.67 3.75 
3.980 2179461 21.49 30.21 
4.757 7213323 71.14 100,00 
6.344 476081 4.70 6.60 


748285.D Thu Mar 10 11:07:57 2011 


Page 1 


Folk OIG PRR 067754 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_13_10\748285.D 

DJR 

14 Oct 2010 7:01 


SLD 

85 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

2.04 

C:\DATABASE\PMW_TOX2.L 
Cocaine-M/artifact -H20 

MDA-M (desmethylenyl-methyl-) ME 
Metipranolol-M/artifact AC 

000000-00-0 97 

@ 000000-00-0 37 

000000-00-0 32 

Abundance 


. .Average" of 2*"0T?TolTTT47^ D {-) 

1§2 


80 ; 


60 


40 


20 1 


42 


181 


82 


122 


57 


o' ,. r 46 


5?.. 


63 


68 


77. 


94 106 ; ; 
89 ! 100 111 1171 ;! 


138 


166 


132 , 




175 


rnlz-> 40 45 50 55 66 65 70 7 i 5 80 85 90 '$> l6o 105 110 115120125 130^5 140 145150 155160 165170175 180 185 
Abundance "13574: Co c a i n e- Ivl/arl ft a c l 4T20 P753 


152 


80 


60 


40 : 


20 


82 


122 


94 


106 


m/2~> 


0 4 ' : v 


138 


166 


181 


I ; ^ j j .j | j ; : i ; ; | i 

.. 40 45 50 55 e'6 65 70 7 5' 80 85 90 96 1 6(3 105 lib 115 120jis 130135 140145150 155160 165 VI0 175180 185 

748285.D Thu Mar 10 11:07:58 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_13_10\748285.D 

DJR 

14 Oct 2010 7:01 


SLD 

85 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3.98 C:\DATABASE\NIST98.L 

Imidazo[2,1-bjthiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 

80 

60 

40 

20 

0, 

’rn/Z“> 

jAbundance” 

i 80 ; 


73 


101 


Average bT3795TIo 4.106 min! m&ffiXJ (T 
148 


204 


121 


si | i 

89 


i I 

! 63 : 

42 j .I 1 ;j . | 

. ii.i:hi'j | ii | f .1 

81 li! 

i i 1 ! 1 

j 

feoiJ 

1 j 

■ fol39 


178 !i( 

7 186 ^.187.;. L .. 


253 267 281 


"WT 25360 : lmidazo( 2,■1 -bjlhlazofeT 2 , 3 1 5 l 6 -tetrahydro- 6 : phenyf- 
148 2 ? 4 


60 j 


40 ; 


20 - 


73 


101 


127 


51 63 

89 

U7- : „„ 1 

176 ill 

-v‘ .“j- 1 " 1 

:U,81 

,'■109 ' 135 Mi 156 

J 186 _ _,|. .. | 


rn/z~> 40 50 60 70 80 90 100 110 120 130 140 150 160 1 70 1 80 190 200 2 lQ 220 230 240 250 

748285,D Thu Mar 10 11:07:59 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\10_13_10\748285.D 

Operator : DJR 

Date Acquired : ^^0ct^2(no 7:01 

Sample Name : 

Submitted by : 

Vial Number : 85 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


3 4.76 C:\DATABASE\SLI.L 

COCAINE 000050-3 6-2 99 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\10_13_10\748285.D 

Operator : DJR 

Date Acquired : 14 Oct 2010 7:01 

Sample Name : 

Submitted by : SLD 

Vial Number : 85 

AcquisitionMeth: DRUGS 
Integrator : RTE 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_13_10\748297.D 

DJR 

14 Oct 2010 9:44 

BLANK 

2 

DRUGS 

RTF 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS* * * 


748297.D Thu Mar 10 11:08:10 2011 


Page l 


Folk OIG PRR_067759 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_13_10\748298.D 

DJR .' 

14 Oct 2010 9:57 

COCAINE STD 

62 

DRUGS 

RTE 


Abundance 

2500000: 

2000000 ^ 

: 1500000! 

i i 

t iooooooi 

| i 

I 500000; 


TIC: 748298.0 

4^74 






ol 


2.00 


' 2.50 


3.00 3.50 4.00 


450 


5.00 


' 5.50 ' ' 6.00 ' ' 6.50 ' ' 7.00 ' ' 7.50 ' 8.00 ' 8.feo ’ 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.742 

2618941 

100.00 

100.00 


748298 .D 


Thu Mar 10 11:08:14 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_13_10\748298.D 

DJR 

14 Oct 2010 9:57 

COCAINE STD 

62 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.74 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 

1 80: 

! 1 

! 60 


8,2 


Average of 4.T2Tlo 4.848 min.: 748298:DT) 
182 


40! 

i 

20 i 42 


94 


105 


55 68 i | 


122 


oi 4 : - |JL,. ifti! 

4 

Abundance 


135 152 166 


198 

! 208 222 242 253 


272 


303 

i 


283293 


341 


m/z~> 40 50 GO 70 80 9 0 100 110 120 130 140150160170 180190 200 210 220 230 240 250 260 270 280 290 300 310 320 330 340 j 

. W2$TCQCAME .“ ..S 


82 


80 


60' 


40 


182 


1 94 


105 


20 


42 


55 68 


122 


198 


j i ^ DO | ! 150 

A | ' ! ii i..|$ m li 135 166 214 

r=vi • , . , 'i i | ■ • ■ r|4 lV, p • ! ;; : , T^trTTTrrhr-.-vrT 


244 259 


272 


303 


Vn/z~> 40 50 60 70 80 90 100 1 i 0120130 140 150 160 170180190 200 210 220 230 240 250 260 2?0 280 290 300 310 320 3 30 34 0 


748298,D 


Thu Mar 10 11:08:14 2011 


Page 2 


Folk OIG PRR_067761 






















